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TOR J.229Z 06 APR 64 



25X1 A 

I 


25X1 A 


Ac S}54 A 

B. S/2/ 100 

C. P-6= 1000/215-5-10-63 

D. Sp/o 047/ RED 

E. MINUS 19 SEC 

Fo I K 60 820Z 

Gc MASTER ON 0602002 MASTER OFF 0605102 TOTAL FOOTAGE 510 FEET 
He GOOD 
L CLEAR 
«J. GOOD 
Ke NONE 

La BROKEN TO OVERCAST 


END OF MESSAGE 






